Perfined Railway Newspaper Parcel Stamps Bulletins 288, 290, 291 
CHRIS CARR reports two more. 


GREAT NORTHERN RAILWAY: ‘42d Newspaper stamp: perfin D.S. 
(D4370.01 of Wm. Dawson & Sons Ltd., Wholesale and Export 
Booksellers and Newsagents.) 

GREAT EASTERN RAILWAY: 1d Parcel Stamp: perfin DUNN 
(D5000.01 of John Dunn & Son, Wallpaper Merchants, 
Newcastle-on-Tyne.) 
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